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MEMORANDUM FOR: Executive Director-Comptroller 

SUBJECT : Appointment of Harry C. Eisenbeiss 

as Director, Central Reference 
Service 


I understand that R. J. Smith received approval 
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from the Director to appoint j 

Director, Central Reference Service, to succeed 
John K. Vance, Director, Central Reference Service, 
effective 1 July 1970. Would you please confirm this. 
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EDWARD W. PROCTOR 
Acting Deputy Director for Intelligence 
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EWP:yd 

Distribution: 

Orig - DDI 
1 - ExDir 
1 - DDI Chrono 
1 - DDS 

Approved For Release 2002/10/09 : CIA-RDP80B01439R000500030019-6 





